Print 


Page 1 of2 


Message: RE: Issues with Edinburgh 


kd RE: Issues with Edinburgh 

From Kraft, Emily Date Wednesday, April 5, 2017 3:54 PM 

To 'Carrie Hoelscher' 

Cc 

H imageOOl.png (33 Kb html) 

Hi Carrie - Just to clarify... the 6 is the correct score and the 22 is the incorrect score? 


From: Carrie Hoelscher [mailto:carrie@allianceforlifemissouri.com] 

Sent: Tuesday, April 04, 2017 11:50 AM 
To: Kraft, Emily 

Subject: FW: Issues with Edinburgh 
Emily, 

Please see the below email from Angelica O'Neill at OLI. She is also experiencing incorrect scoring on the EPDS form. 

Thanks, 

Carrie 


From: Gloria Lee [ mailto:GLee@ourladysinn.org1 

Sent: Tuesday, April 4, 2017 10:56 AM 

To: Carrie Hoelscher < carrie@allianceforlifemissouri.com > 

Subject: FW: Issues with Edinburgh 


From: Angelica O'Neill 

Sent: Tuesday, April 04, 2017 10:54 AM 

To: Marsha Middleton < al lianceforlife.mo@gmail.com > 

Cc: Gloria Lee < GLee@ourladysinn.org >; Kathy Pimmel < KPimmel@ourladysinn.org > 
Subject: Issues with Edinburgh 



https://apps1.mo.qov/Alternatives/ClientForms/PostnatalDepression.aspx 

I entered the responses to the EPDS, which stated she scored a 6 on the screen at the bottom of the screen, but then notice the message in the yellow 
highlighted area, it states she scored a 22. This is not correct. I didn’t notice it on the other EPDS I entered so you might want to check other client files. 
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